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Acoustical Ceiling Tile, Combustible. See also 
Interior Finish, Fiberboard 
Fires Involving. Q55:295-303, 322 
Flamespread Test of. Q55:301 
Advertisers, Index to. 55:96, 224, 356, 480 
Air-Conditioning Equipment, Fires Caused by or 
Involving. See also Ducts. Q55:387 
Aircraft Fire Loss in 1960. Q55:221 
Aircraft, Fires Involving: 
Denver, Colo., July 11, 1961. Q55:342 
On Carrier Franklin D. Roosevelt, at sea, Oct. 21, 
1961. Q55:428 
New Hanover County Airport, N. C., Sept. 24, 1961. 
Q55:427 
New York, N. Y., Jan. 19, 1961. Q55: 342 
Plattsburgh AFB, N. Y., Nov. 27, 1961. 
427 
nr. Richmond, Va., Nov. 8, 1961. Q55:344 
Aircraft Hangar. See Hangars, Aircraft 
Aircraft, Radio Frequency Energy on. 
Alarms Delayed: 
Discoverers Attempted Rescue. Q55:326 
Observer Did Not Call Fire Department Immedi- 
ately. Q55:33, 35, 50, 413 
Occupants Fought Fire, Delayed Alarm. Q55:295- 
303, 325, 328, 338, 339, 382, 385, 391, 410, 416 
Occupants Smelled Smoke, Did Not Call F.D. 
Q55:387 
Police Called Rather Than Fire Dept. Q55:395, 415 
Telephone Out of Order. Q55:411, 430 
Telephone Switchboard Busy. Q55:326 
Algeria, Helicopter Crash Fire Experience in. 
Q55:69 
Alkyl Pentaborane Fuel (HEF-2), Extinguishing 
Agent for. Q55:460 
Aluminum Fabricating. See Metalworking 
American Institute of Architects. 55:20 
American Society for Testing Materials. Q55:44 
American Water Works Association. 55:38, 40, 
41, 42 
Ammunition, Explosion of During Fire. 
Amusement and Recreation Places. 
Bowling Alleys, Carnival, Clubs 
Amusement Places, Fires Involving: 
Greensburg, Ohio, Sept. 23, 1960. Q55:177 
Salisbury, N. C., Mar., 1957. Q55:177 
nr. Sunnyside, Wash., Oct. 17, 1959. Q55:177 
Anniversary of London’s Tooley Street Fire. 055: 
37 
Apartments, Fire Involving. See also Apartments 
with Stores 
Amsterdam, N. Y., Jan. 10, 1961. 
Cleveland, Ohio, Mar. 30, 1961. 
Detroit, Mich., Nov. 21, 1961. 
Forks, Wash., Sept. 25, 1954. 
Groton, Conn., July 14, 1959. Q° 
Jersey City, N. J., May 29, 1961. 
Limestone, Me., Apr. 19, 1961. 


Q55:426, 


Q55:375 


Q55:391 
See also 


Pages 225-356: January 1962 
Pages 357-480: April 1962 


Lindale, Ga., Oct. 15, 1952. Q55:171 
Miami, Fla., Oct. 2, 1959. Q55:172 
San Francisco, Calif., Feb. 18, 1961. 
Youngstown, Ohio, Jan. 14, 1961. ‘ 
Apartments with Stores, Fires Involving: 
Connellsville, Pa., Feb. 3, 1961. Q55:419 
Gloucester, Mass., Feb. 4, 1961. Q55:393 
Apparatus, Fire Department: 
Breakdown. Q55:427 
Aquifer. Q55:15, 16 
Architect Speaks on Fire Protection. 
A. Halsey. Q55:17-20 
Architect Speaks on Fire Protection, Comments 
on. Q55:20, 352 
Army Board of Aviation Accident Research. 55: 
60, 61, 65, 67, 68 
Army Helicopter Accidents Involving Fire. By 
Cecil H. Grimes. Q55:60-70 
Arson. See Incendiary (Suspicious) Fires 
Art Collection, Lost in Fire. Q55:406 
Asphalt Siding, Factor in Fire. Q55:101-L10 
Attic and Roof Spaces, Undivided, Fires Spread in. 
Q55:386, 387, 390, 394 
Automated Plants, Losses in. Q55:119 
Automatic Fire Detection. See Detection 
Automatic Sprinklers. See Sprinklers 
Automation, A Challenge to Fire Protection En- 
gineers. By Warren J. Baker. Q55:116-124 
Automobiles, Fires Involving: 
nr. Cordell, Okla., Dec. 29, 1961, Q55:345 
Magee, Miss., Apr. 12, 1958. Q55:198 
Rocky Ford, Colo., Apr. 9, 1961. Q55:345 
or. St. Catherines, Ont., Dec. 16, 1961. Q55:345 
Automobiles, LP-Gas Fueled, Fires Involving: 
nr. Belgrade, Nebr., Oct., 1959. Q55:198 
Mobile, Ala., July 19, 1960. Q55:198 
Auto Supply Stores. See Siores 
Ayer Tannery Fire, The. Q55:101-110 


By William 


B 


Baker, Warren J. Q55:116 
Bakeries. See Food 
Banks. See Office Buiidings 
Barges, Fires Involving. See Ships and Barges 
Basement Fires, Inaccessible. (Q55:384 
Bastille Halsey Associates. (55:17 
Batchelder, R. W. Q55:352 
Bellman, R. F. Q55:304 
Benedict Canyon Brush Fire. 055:265 
Blasting Caps, Detonation by Radio Frequency 
Energy. 055:374 
Blumel, H. F. Q55:354 
Board of Directors, Meetings of: 
Detroit, Mich., May 15, 1961. Q5 
Boston, Mass., June 26, 1961. Q5 ‘ 
New York, N. Y. Jan. 25, 1962. Q55:: 
Boats. See Watercraft. See Ships and Barges 
Bogota, Colombia, Department Store Fire. Q55:26 
Bond, H. Q55:451 


469 





470 


Booths, Paint Spray, Fires Originating in. Q55:403 
Borate Slurry, Use on Brush and Forest Fires. 
Q55:253, 259, 260, 270 
Boron Fuels. Q55:460 
Bottled Beverage Warehouse. See Warehouses 
Bowling Alleys, Fires Involving: 
Cicero, Ill., Dec. 20, 1961. Q55:340 
North Arlington, N. J., Feb. 15, 1961. Q55:407 
San Jose, Calif., Feb. 22, 1961. Q55:389, 390 
Warren, Mich., Jan. 23, 1962. Q55:228 
West New York, N. J., Apr. 25, 1961. 
British Fire Protection Association. 
Broido, A. Q55:129 
Brush, Chaparral, Combustibility of. Q55:246, 275 
Brush Fires. See Forest and Brush Fires 
Bugbee, Percy. Q55:229 
Buildings. See also Construction 
Collapse During Fire: 

Chicago, IIl., Jan. 28, 1961. Q55:3: 
Fire-Resistive, Fires Involving. Q 95-303, 409 
Fire Losses Classified, 1960. Q55:214-223 
Value of Inspections of. Q55:291 

Buildings under Construction. 
tion Operations 
Fire Involving: 
Parsippany, N. J., Nov. 19, 1961. Q55:390 
Building under Demolition, Fire Involving: 
Chicago, TIL, July 13, 1961. 55:400 
Burton, Willis H., Jr. Q55:289 
Business and Defense Services Administration, 
Cost of Water Supply Improvements. Q55:40 


Q55:413 
Q55:37 


See also Construc- 


Camp Parks, Pleasanton, Calif., Shelter Fire Ex- 
posure Tests. 55:131 
Canneries, Fires in. See Food 
Carbon Dioxide Equipment, Testing. Q55:304-309 
Carbon Dioxide, Use on Boron Fuel Fires. Q55:461 
Carbon Monoxide, Concentrations in Shelters Ex- 
posed by Fire. Q55:132-139 
Cardboard Used as Interior Finish, Fire Spread by. 
Q55:321 
Carnival, Fire Involving: 
Odessa, Wash., Aug. 27, 1961. 
Casualties. See Fatalities 
Causes, Fire. See also Specific Causes 
Estimates of Fires by, 1960. Q55:217-219 
Large Loss Building Fires, 1953-1961. Q55:379 
Large Loss of Life Dwelling Fires, 1961. 55:317 
Ceilings. See Acoustical Tile, Altic and Roof Spaces, 
Fiberboard, Wall and Ceiling Concealed Spaces 
Cereal Mills, Fires in. See Food 
Chaparral Brush, Combustibility of. 0Q55:246 
Chemical Plants, Automated. 55:119 
Chemical Plants, Fires Involving: 
Rocket Propellant: 
Indian Head, Md., Aug. 25, 1961. Q55:336 
Rocket Center, W. Va., May 22, 1961. Q55:336 
Wax: 
East Brunswick, N. J., May 6, 1961. 
Miscellaneous: 
nr. Baton Rouge, La., Mar. 2, 1961. 
Chemical Plant Waste Incinerator. 
Sercu. Q55:90-95 
Chicken Houses, Fires Involving: 
Fitchburg, Mass., June 23, 1961. 
nr. Preston, Md., Apr. 4, 1961. 
Children: 
Loss of Life in Fires. Q55:315-331 
Playing with Matches, Fires Caused by. 
219, 319, 320 
Unattended, Fire Problem of. Q55:321, 330 


Q55:340 


Q55:417 


Q55-335 
By Charles L. 


Q55:212 


Q55:212 


Q55:217- 
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Chimneys or Flues, Fires Caused by. Q55:219 
Churches, Fires Involving: 

Bennington, Vt., Aug. 8, 1961. Q55:177 

Brookline, Mass., Jan. 1, 1961. Q55:404 

Buffalo, N. Y., Oct. 4, 1961. Q55:389 

Winona, Minn., Jan. 22, 1961. Q55:402 
Chutes, Rubbish; 

Fires Originating in. Q55:295-303 
Cities, Fire Record of, 1961. Q55:462 
Clothing Stores. See Stores 
Club, Beach, Fire Involving: 

Atlantic Beach, N. Y., Sept. 19, 1961. 
Clubs, Night, Fires Involving: 

Bolton, England, May 1, 1961. Q55:125-128 

Boston, Mass., Nov. 28, 1942. Q55:29, 46, 47 
Combustion, Heat from. Q55:142 
Communications System, Radio, 

During Fire. Q55:257 
Compacts, Interstate Forest Fire Protection. 055: 
153-160 
Computers, Use in Industrial Automation. 
116 
Concealed Spaces, Factor in Fire Spread. See 
Wall and Ceiling Concealed Spaces 
Conflagrations: 

Factors that Cause. Q55:279 

Hachinoke City, Japan, May 29, 1961. 

Los Angeles, Calif., Nov. 6, 1961. 
Construction: 

Combustible, Factor Influencing Fire Spread. 

30, 31, 32, 34, 36, 43-50 
Construction Operations, Fires Involving: 

Mitchell, Ind., June 21, 1961. Q55:351 

New York, N. Y., Oct. 10, 1960. Q55:211 

Rochester, N. Y., Mar. 6, 1961. Q55:211 

Roswell, N. Mex., Feb. 16, 1961. Q55:350 

Westbrook, Me., Jan. 12, 1958. Q55:211 

West Lafayette, Ind., Dec. 9, 1960. Q55:211 
Containers, Record. See also Reeords. Q55:161-165 
Contents of Buildings. See also Storage 

Factor in Fire Spread. Q55:44 
Cooking Equipment. See Heating and Cooking 

Equipment 
County Fire Prevention. 
Q55:289-294 
Cowan, Swaffield. Q55:233 
Cramer, John W. Q55:38 
Cutting and Welding. See Welding and Cutting 


Q55:410 


Breakdown 


Q55: 


Q55:456 
Q55:241 


Q55: 


By Willis H. Burton, Jr. 


D 


Data Processing Machines, Fire Protection Prob- 
lems of. Q55:116 
Dehumidifier, Fire Caused by. Q55:318 
Delayed Alarm. See Alarm, Delayed 
Delayed Detection. See Detection, Delayed 
Department Stores. See Siores 
Department Store Warehouse. See Warehouses 
Detection, Delayed. Q55:35, 43, 314-349, 381, 382, 
389, 394, 397, 398, 406, 407, 408, 409, 411, 415 
Detection System, Fire, Automatic: 
Fires Discovered by. Q55:339 
Partial Protection Ineffective. Q55:409 
Devil Wind and Wood Shingles. By Rexford Wil- 
son. Q55:241 
Diebold, Inc. Q55:161 
Diehl, J. N. Q55:153 
Dithmer, W. G. Q55:353 
Doors: ‘ 
Closed, Effectiveness during Fire. Q55:30, 31 
Locked, Cause of Fatalities. Q55:46 
Open During Fire. Q55:36 
Swinging in, Cause of Fatalities. Q55:46 
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Doors, Absence of Latches, Factor in Fire Casual- 
ties. Q55:295-303 
Doors, Fire: 
Lack of. Q55:33, 35 
Doors, Smoke-Stop: 
Open During Fire. Q55:295-303 
Dormitories, Fires Involving: 
nr. Kempton, Pa., Mar. 25, 1961. Q55:330 
Maidstone, Sask., June 22, 1954. Q55:172 
Schefferville, P. Q., Sept. 29, 1955. Q55:172 
Dow Chemical Company, The. 55:90, 92 
Drought, Factor in Conflagrations. Q55:279 
Dry Chemical, Use on Boron Fuel Fires. Q55:461 
Dry Cleaning Plants, Fires Involving: 
Englewood, N. J., Apr. 25, 1954. Q55:182 
Homestead, Pa., Oct. 26, 1961. Q55:350 
Dryer, Lacquer: 
Fire Caused by. Q55:101-110 
Ducts, Heating and Ventilating, Factor in Fire 
Spread. Q55:349, 383, 384, 387, 420 
Dust Explosions. See Explosions - 
Dust on Structural Members, Spread Fire. 
413, 415 
Dwellings, Fires Involving: 
Akron, Ohio, Sept. 16, 1961. Q55:321 
Albany, N. Y., Mar. 3, 1961. Q55:408 
Arvin, Calif., Oct. 20, 1960. Q55:175 
Baltimore, Md., Feb. 2, 1961. Q55:321 
Bernardsville, N. J., July 16, 1961. Q55:411 
Boynton Beach, Fla., Dec. 5, 1957. Q55:173 
Columbus, Ohio, May 18, 1961. Q55:319 
Concord, N. H., Oct. 2, 1959. Q55:174 
nr. Dotsonville, Tenn., Mar. 28, 1961. Q55:324 
Duluth, Minn., Nov. 19, 1955. Q55:173 
Florin, Pa., Mar. 31, 1960. Q55:174 
Glasford, Ill., Jan. 28, 1961. Q55:319 
Grand Forks, N. Dak., Feb. 7, 1961. Q55:319 
Halifax, N. S., May 9, 1961. Q55:321 
Honolulu, Hawaii, July 24, 1961. Q55:322 
Homestead, Pa., Oct. 26, 1961. Q55:350 
La Grange, Ga., Sept. 11, 1958. Q55:174 
nr. Madisonville, Tenn., Apr. 16, 1961. Q55:318 
Neenah, Wis., June 17, 1955. Q55:173 
Newville, Pa., Apr. 13, 1961. Q55:324 
North Beach Park, Md., Apr. 23, 1961. Q55:322 
Oklahoma City, Okla., Oct. 10, 1959. Q55:174 
Osceola, Ark., Feb., 1953. Q55:172 
Palo Alto, Calif., May 20, 1958. - Q55:174 
Philadelphia, Pa., Apr. 17, 1961. Q55:321 
Portland, Oreg., Sept. 8, 1961. Q55:318 
St. Simon Island, Ga., Feb. 22, 1955. Q55:172 
Saginaw, Mich., Apr. 2, 1961. Q55:322 
Somerdale, N. J., Jan. 4, 1961. Q55:323 
South Euclid, Ohio, Jan. 2, 1961. Q55:317 
Southwest Harbor, Me.. Aug. 2, 1960. Q55:175 
Southwick, Mass., Dec. 21, 1957. Q55:203 
Stockham, Nebr., Aug. 28, 1954. Q55:172 
Sydney Mines, N. S., Aug. 22, 1961. Q55:320 
Tyler, Tex., Oct. 3, 1961. Q55:318 
nr. Vibbard, Mo., Mar. 15, 1961. Q55:321 
Warren, Ohio, Oct. 9, 1961. Q55:320 
Washington, D. C., Mar. 10, 1961. Q55:175 
nr. Wilmington, Del., Dec. 8, 1961. Q55:318 
Wolfeboro, N. H., Jan. 27, 1957. Q55:173 
Dyer, A. F. Q55:5 


Q55: 


E 


Eaves, Exposure Fire Problem. 55:278 
Economic Losses, Fire Causing Severe: 
Ayer, Mass., June 5, 1961. Q55:101-110 
Educational Occupancies, Fire Loss in 1960. Q55: 
220. See also Separately Listed Occupancies 
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El Cerrito, Calif., Shelter Fire Exposure Tests. 
Q55:131 
Electrical Appliance Assembling. See Metalworking 
Electrical Appliance Stores. See Stores 
Electrical Fires. See also Refrigeration Equipment 
Electrical Fires: 
Equipment, Fires Caused by. 
389, 407, 413 
Wiring, Fires Caused by. Q55:319, 320, 321, 324, 
325, 335, 340, 403, 407 

Wiring, High Voltage, Fire Caused by. Q55:430 

Electrical Wiring, Equipment, Fires Caused by in 
1960. Q55:217-219 

Electric Circuits, Intrinsically Safe. 

Electric Generating Plants, Automated. 
122 

Electric Wires, Firemen Hampered by. Q55:419 

Electronic Computers, Heat and Spark Hazards 
of. Q55:118 

Electronic Instruments, Intrinsically Safe. 
361 

Elevator, Grain, Fire Involving: 

San Creek Junction, Colo., June 7, 1958. Q55:210 
Elevators, People Trapped in. Q55:295-303 
Emergency Operating Procedure, Los Angeles Fire 

Department. Q55:251 
Energy, Critical Ignition. Q55:364 
English Night Club Fire. Q55:125-128 
Equivalent Length of Pipe, Pressure Drop of Car- 
bon Dioxide System Components. Q55:304 
Escapes, Fire: 

Not Accessible. Q55:326 

People Trapped on. Q55:335 = 
Ethanolamine, Use on Boron Fuel Fires. Q55:460 
Q55:383 


55:325, 339, 382, 


55:361 
Q55:121- 


Q55: 


Evacuation, Emergency, During Fire. 
Exits: 
Emergency, Lack of. Q55:26, 46, 47 
Inadequate, Cause of Casualties. Q55:23, 24, 25, 
26, 43, 46, 47, 125-128, 295-303 
Locked, Cause of Casualties. Q55:340 
Explosions: 
Asphalt Tank. Q55:337 
Chemical Reaction. Q55:335 
Coal Gas. Q55:419 
Dust, Plastic. Q55:392 
Estimates for 1960. Q55:217-219 
Fatal. Q55:85, 86, 87, 88, 89, 335 
Firebox, Causes of. Q55:123 
Flammable Liquid. Q55:85, 86, 87, 88, 89 
Gas. Q55:335, 337, 351 
LP-Gas. Q55:169-212 
Rocket Propellant: 
Indian Head, Md., Aug. 25, 1961. 
Rocket Center, W. Va., May 22, 1961. 
Sprinkler Systems Damaged by. Q55:390 
Unstable Flammable Liquid. Q55:392 


Explosives, Used in Fire Fighting. Q55:422 


Exposed Surfaces, Heat Abserption by Water. 
Q55:144-145 


Exposure Fire Overpowered Sprinklers. Q55:398, 


55:336 
Q55:336 


Extinguishers: 

Satisfactory Performance. Q55:403 
Extinguishing Agents: 

Carbon Dioxide. Q55:461 

Dry Chemical. Q55:461 

Foam. Q55:461 

Loaded Stream. Q55:460 
Extinguishment by Cooling the Fuel. Q55:143 
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F 


Fabric, Plastic-Covered: 

Fires Involving. Q55:295-303 
Factory Insurance Association. 55:51, 52 
Factory Mutual Engineering Division. 055:304— 

309 
Farm Property, Fires Involving. 
Houses 

LP-Gas Fires and Explosions. Q55:212 
Fatalities. See also Large Loss of Life Fires of 1961 
Fatalities: 

Exits, Inadequate, Caused by. Q55:23, 24, 25, 26 

Explosions, Caused by. Q55:85, 86, 87, 88. 89, 392 

Explosions, LP-Gas, Caused by. Q55:171-212 

Firemen. Q55:334, 346, 409, 414, 424 

Locked in Prison. Q55:33, 34 

Panic, Cause of. Q55:50 

Toxic Fumes, Cause of: Q55:25 

Trapped in Aircraft on Fire. Q55:427 

Trapped in Building on Fire. Q55:30, 31, 33, 

128, 295-303, 385, 411, 419 

Trapped in Ship on Fire. Q55:429, 430 

Trapped in Vehicle Fire. Q55:425 
Fiberboard, Combustible. See also Interior Finish 

Fire Spread by. 55:34, 35, 43, 44, 48, 50, 295- 

303, 385, 386, 387, 408 
Files, Insulated. ©55:161-165 
Fireboxes, Automated Monitoring of. 
Firebox Explosions, Causes of. Q55:123 
Fire Brigades at General Motors. 5 
Fire Brigades, Private, Effective. (55:407 
Fire Department: 

Equipment Inadequate. Q55:342, 418, 419 

Inadequacies a Conflagration Factor. 055:279 

Insufficient Manpower. ©55:416, 417 

Los Angeles. Q55:249 

Preplanning Pays Off. 
Fire Drills, School: 

Paid Off During Fire. Q55:418 
Fire Exposure of People in Shelters. By A. Broido 

and A. W. McMasters. 055:129-140 
Fire Prevention Education: 
A Responsibility of County Fire Marshals. 
Fire Prevention and Insurance. ©55:448 
Fire Protection Developments in 1961. 
Bughbee. Q55:229-232 

Fire Protection Engineer, Challenge of Automa- 
tion. 055:116-124 

Fire Protection Engineer Responds to Mr. Halsey. 
By Frank H. Gage. Q55:20-21 

Fire Protection Engineering. 55:17, 18, 19, 20, 21 

Fire Protection at General Motors. By Clyde W. 
Truxell, Jr. Q55:147-152 

Fire Protection Service of Madrid. 

Fire Record of Cities, 1961. Q55:462 

Fire Research at Midwest Research Institute. By 
H. H. Young. Q55:459 

Fire-Resistive Building. See Buildings 

Fire-Resistive Construction: 

Lack of Structural Damage, Accounts for. Q55:26 
Fire-Resistive Roofing Ordinance. 55:287 
Fires and Fire Losses Classified, 1960. Q55:214-223 
Fireworks, Fires Caused by. 55:217-219, 398 
Flameproofing: 

Wood Shingles. Q55:281 
Flammable Liquids; See also 

Fires 

Fires Caused by or Involving. Q55:85-89, 217-219, 
318, 334, 342, 344, 345, 346, 347, 350, 389, 393, 
398, 403, 415, 428, 429, 430 

Ignition by Radio Frequency Energy. 55:374 

Tanks, Vehicle Fuel, Fires Involving. Q55:° 
Floor Furnace, Fire Caused by. Q55:318 
Flour and Feed Mills. See Food 


See also Chicken 


125- 


Q55:123 


Q55:417 


Q55:294 


By Percy 


Q55:23 


Refinery (Petroleum) 


Flow Charts, Carbon Dioxide 
Orifices. Q55:305-309 
Foam Rubber, Fires Involving. Q55:339 
Foam, Use on Boron Fuel Fires. Q55:461 
Food and Food Products Plants, Fires Involving: 
Bakery Supplies: 
Chicago, Ill., Jan. 28, 1961. Q55:334, 414 
Etobicoke Twp., Ont., Sept. 21, 1954. Q55:182 
Cannery: 
Peach Glen, Pa., Mar. 11, 1961. 
Cereal Mill: 
Cedar Rapids, Iowa, Dec. 9, 1960. 
Flour and Feed Mill: 
St. Louis, Mo., Jan. 10, 1962. Q55:358 
Forest and Brush, Fire Loss in 1960. Q55:221 
Forest and Brush Fires: 
Bonavista Peninsula, Nfld., June 12, 1961. 
Mariposa, Calif., July 10, 1961. Q55:423, 4: 
Forest Fire Laboratories. Q55:22 
Forest Fire Protection Compacts, Interstate. (55: 
153-160 
Forest Service, U. S. Department of Agriculture. 
Q55:129, 153 
Formaldehyde, Use on Boron Fuel Fires. 
French Air Force. Q55:69 
Fuel Consumption, Rate of. Q55:142 
Fulton and Cramer, Consulting Engineers. 
38 


System Nozzle 


Q55:397 


Q55:182 


Q55:460 


Q55: 


Gage-Babcock and Associates, Inc. 
Gage, Frank H. 55:17, 20 
Gaming Technique, Application to Fire Problems. 

Q55:455 
Garages, Repair, Fires Involving: 

Belleville, Ill., July 24, 1958. Q55:183 
Elgin, Oreg., Nov. 9, 1953. Q55:183 
Enumclaw, Wash., Sept. 4, 1958. Q55:183 
Estevan, Sask., Mar. 9, 1956. 
Fort Smith, Ark., Mar. 5, 1959, 
Marshfield, Wis., July 25, 1959. 
Meridian, Miss., Jan. 28, 1959. 
Ruidoso, N. M., June 22, 1955. Q55:183 
Gas Appliance Stores. See Store Fires 
Gas, Compressed, Supplier, Fires Involving: 
Mineola, N. Y., Mar. 14, 1957. Q55:180 
Gas, Fires Caused by or Involving: 
Liquefied Petroleum: 
Pennington Gap, Va., May 5, 1961. 
Liquefied Petroleum, Study of 250 Cases. 
212 
Natural Gas Fires: 
Homestead, Pa., Oct. 26, 1961. Q55:350 
Mitchell, Ind., June 21, 1961. Q55:351 
Oxygen: 

Sterling, Ill., July 2, 1961. Q55:425 
Gas, Fires and Explosions Caused by. 55:217-219 
Gasoline: See also Flammable Liquids and Stores 

Ignition by Radio Frequency Energy. Q55:375 
Gasoline Service Stations. See Stores 
General Motors, Fire Protection at. 
Germany, Underground LP-Gas Storage. 
Grain Warehouse. See Warehouses 
Great Britain, Fire Loss. Q55:76 


Q55:20, 459 


Q55:183 


Q55:390 
Q55:169 


Q55:147-152 
Q55:6 


H 


Hale, J. W. Q55:5 

Halsey, William A. Q55:17, 20 

Ham, A. Leslie. Q55:448 

Hangars (Aircraft), Fires Involving: 
Dallas, Tex., Apr. 12, 1961. Q55:389 
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Hardware Stores. See Stores 

Hartford Hospital Fire, The. 
Jr. Q55:295-303 

Heaters: 


By Ernest Juillerat, 


Coal, Cause of Fire. Q55:419 
Gas-Fired, Cause of Fire. Q55:386 
Oil-Fired, Defective, Cause of Fire. Q55:384 
Heating and Cooking Equipment, Fires Caused by. 
Q55:318, 319, 338, 387 
Heating and Cooking Equipment, Fires Caused by 
in 1960. Q55:217-2!9 
Heat Release from Fires. Q55:141-144 
HEF-2 (Alkyl Pentaborane), Extinguishing Agent 
for. Q55:460 
Helicopter, Use in Fire Fighting Operations. Q55: 
257, 427 
Helicopters, Fire Experience. 
Hesson, Dr. James. (55:305 
Hexamethylene Tetramine, Use on Boron Fuel 
Fires. Q55:460 
Hibbitt, E. A. Q55:141 
Hickes, W. F. Q55:361 
Hiram Walker and Sons, Inc. 
Home for the Aged, Fire Involving. 
ing Homes 
Garfield Heights, Ohio, Feb. 2, 1946, 
Hospitals, Fires Involving: 
Albany, N. Y., Aug., 1960. Q55:36 
Effingham, Ill., Apr., 1949. Q55:29, 34, 35 
Hartford, Conn., Dec. 8, 1961. Q55:295-303, 339 
La Crosse, Wis., Feb. 2, 1961. Q55:383 
Minneapolis, Minn., Dec. 23, 1956. Q55:35, 36 
Hotels, Fires Involving: 
Chambersburg, Pa., Apr. 13, 1961. 
Chicago, IIL, June 5, 1946. Q55:47 
Long Branch, N. J., Mar. 27, 1961. 


Q55:60-70 


Q55:52 
See also Nurs- 


Q55:50 


Q55:329 


Q55:395 


Nashville, Tenn., Dec. 25, 1961. Q55:385 


Newport News, Va., Nov. 13, 1961. 
New York, N. Y., Dec. 27, 1961. 
San Francisco, Calif., Jan. 6, 1961. 
Hoyle, H. Q55:7 
Hydrants: 
Damaged. Q55:399, 420 
Frozen. Q55:393, 419 
Nonstandard Threads. Q55:400 
Hydraulic Laboratory at Illinois Institute of 
Technology. Q55:213 


Hydrocarbons, Liquid, Storage of. Q55:6 


Ice Cream Plants, Fires Involving: 
Cleveland, Ohio, July 20, 1961. Q55:184 
Dallas, Texas, June 27, 1961. Q55:184 
Idle or Vacant Property, Fires Involving: 
Fitchburg, Mass., June 12, 1961. Q55:417 
Ignition Energy, Critical. (55:364 
Ignition, Mechanism of. Q55:364 
Illinois Institute of Technology, New Hydraulic 
Laboratory. ©55:213 
Incendiary (Suspicious) Fires. 
391, 394, 404, 408, 420, 424 
Incinerator Design. By G. H. Willett, Jr. Q55:166- 
168 
Incinerator Institute of America. (©55:166 
Incinerator Products Company of Detroit. (55: 
166. 
Incinerators, Chemical Plant Waste. (55:90-95 
Incinerators, Fires Caused by. Q55:411 
Indirect Fire Losses. Q55:101-110, 147-148 
Indo-China, Helicopter Fire Experience. (55:69 
Industrial Fire Protection, Problems Created by 
Automation. (55:116-124 


Q55:217-219, 338, 
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See also Separately Listed Occu- 
Textile Plants, 


Industrial Plants. 
pancies such as Metalworking, 
Woodworking Plants 

Industrial Plants, Fire Loss in 1960. Q55:221 

Industrial Plants, Large Loss of Life Fires in. 
Q55 :334-337 

Industrial Trucks, 
volving: 

Baltimore, Md., July 25, 1959. Q55:201 
East Paterson, N. J., March 15, 1961. Q55:202 
New Castle, Pa., Jan. 26, 1960. Q55:201 

Institutional Fire Protection is Different. By 
Rexford Wilson. Q55:28-37 

Institutional Properties. See also Mental Institu- 
tions, Nursing Homes, Prisons 

Instrument Society of America. Q55:361, 368 

Insulation Board Institute. Q55:48 

Insulation, Record Containers and Vault Doors. 
Q55:163 

Insurance and Fire Prevention. 
Q55:448 

Interior Finish, Combustible. See also Acoustical 
Ceiling Tile, Cardboard, Fiberboard, Plyweod, and 
Wood Panels 

Interior Finish, Combustible: 

Fatal Dwelling Fires Spread by. Q55:319, 321 
Fatal Fires Spread by. Q55:43, 44, 46, 47 
Regulated by Building Exits Code. Q55:43 
Testing of. 55:44, 45 

Wooden Wainscoting. Q55:43 

Interior Finish for Life Safety from Fire. By 
Robert S. Moulton. Q55:43-50 

Intermountain Forest and Range Experiment 
Station, Missoula, Montana. 55:22 

Interstate Forest Fire Protection Compacts. By 
W. J. Stahl and J. N. Diehl. Q55:153-160 

Intoxicated Individuals, Fires Involving. Q55:327, 
346 

Intrinsic Safety: 

Advantages. Q5 
Applications. Q 
Defined. Q55:361, 362 
Testing for. Q55:366 

Intrinsically Safe Process Controls. 
Hickes. Q55:361 


LP-Gas Fueled, Fires In- 


By A. Leslie Ham. 


By W. F. 


J 


Japan, Conflagration in. 055:456 
Jensen, R. H. Q55:304 
Johnson, O. W. Q55:141 


Juillerat, Ernest, Jr. Q55:295 


K 
Kamei, K. 055:456 


Kerosene, Fires Caused by. 
Klinger, S. D. Q55:141 


Q55:318 


L 


Laboratories, Industrial, Fires Involving: 
Columbus, Ohio, Jan. 11, 1957. Q55:185 
East Chicago, Ill., March 3, 1960. Q55:185 
Lacquer, Fires Caused by or Involving. 55:398 
Lacquer Residue, Fire Caused by or Involving: 
Ayer, Mass., June 5, 1961. Q55:1L01-110 
Lacquer, Water Emulsion Type, Fires Involving: 
Q55:101-110 
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Ladders, Too Short. 
Large Loss Fires of 1961. 
Large Loss of Life Fires of 1961. 
Laws. See also Ordinances 
Laws, Fire: 
Presumed Validity of. Q55:113 
Retroactive Application of. Q55:111-115 
Leather, Leather Products Plant, Fire Involving: 
Tannery, Ayer, Mass., June 5, 1961. 55:4, 101- 
110, 398, 404 
Lift Trucks. See Industrial Trucks 
Lightning, Fires Caused by. 55:217-219 
Liquefied Petroleum Gas Industry, Growth of. 
Q55:5 
Liquefied Petroleum Gas, Storage of. 
Livonia Fire, Effects of. Q55:147-148 
Loaded Stream Extinguishing Agent, 
Boron Fuel Fires. Q55:460 
Los Angeles Conflagration of 1961. 
Wilson. Q55:241 
Los Angeles Fire Department. 55:45, 249 
Los Angeles Water Supplies. 55:24 
Louvers, Exposure Fire Problem. (55:275 
LP-Gas Cylinder, Rupture of. Q55:340 
LP-Gas Filling and Distribution Plants, Fires In- 
volving; 
Albany, Oregon, April 22, 1957. Q55:192 
Atlanta, Ga., Jan. 4, 1954. Q55:190 
Augusta, Me., Apr. 6, 1953. Q55:189 
Bayonne, N. J., Dec. 28, 1960. Q55:196 
Brinkley, Ark., Mar. 12, 1959. Q55:194 
Compton, Ky., Jan. 15, 1954. Q55:190 
Cottage Grove, Oreg., Oct. 22, 1956. Q55:191 
Defiance, Ohio, Sept. 13, 1960. Q55:196 
nr. Elkhart, Ind., Oct. 14, 1955. Q55:191 
Fredericksburg, Va., Apr. 10, 1954. Q55:190 
Gary, Ind., June 4, 1956. Q55:191 
Gloversville, N. Y., Apr. 12, 1952. Q55:189 
nr. Goulding, Fla., Oct. 1, 1955. Q55:191 
Greensboro, Ala., July 26, 1952. Q55:189 
Herrin, Ill., Oct. 18, 1956. Q55:202 
Hoopa, Calif., Dec. 14, 1955. Q55:1 
Jackson, Miss., Sept. 4, 1957. 55: 
Kimball, Nebr., July 10, 1958. Q55 
Lachine, P. Q., Mar. 14, 1960. Q55:196 
Lakeport, Calif., July 13, 1954. Q55:190 
Los Angeles, Calif., Dec. 21, 1960. Q55:196 
Max Meadows, Va., July 14, 1959. Q55:195 
nr. Miami, Fla., June 7, 1953. Q55:189 
Montreal, P. Q., Jan. 25, 1960. Q55:195 
Oxford, Pa., Apr. 3, 1958. Q55:194 
Perry, Mich., June 2, 1961. Q55:197 
Sacramento (Arcade Fire Dist.), Calif., Oct. 24, 1957. 
Q55:193 
Salem, Oreg., Sept. 22, 1957. Q55:193 
Sylvania, Ga., June 23, 1957. Q55:203 
Tecumseh, Mich., Aug. 12, 1953. Q55:189 
Van Nuys, Calif., June 24, 1957. Q55:192 
LP-Gas Fires and Explosions. Q55:169-212 
LP-Gas Service Stations. See Slores 
LP-Gas Tanks. See Tanks, LP-Gas 
Lumberyards, Fires Involving: 
Parsippany, N. J., March 15, 1961. 
Sacramento, Calif., Dec. 9, 1959. 


Q55:419 
Q55:377-446 
Q55:310-351 


Q55:16 
Use on 


By Rexford 


M 


Machine Shops, Automated. Q55:119 

Machine Tools, Metalworking, Proposed Standard 
for. Q55:233-240 

Madrid Eyeglass Factory Fire, The. By F. Antonio 
Salas and Norman R. Wypruk. Q55:23-27 

Magnesium Fires. Q55:389, 425 
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Matches. See Smoking, Matches; Children, Matches 
Mather & Platt Limited. Q55:7 
McMasters, A. W. Q55:129 
Mental Institutions, Fires Involving: 

Weyburn, Sask., Oct. 3, 1961. Q55:338 
Mercantile Occupaneies. See also Separately Liste: 

Occupancies Under Stores 
Mercantile Occupancies, Fire Loss in 1960. Q55:220 
Metalworking Machine Tools, Proposed Standard 

for. Q55:233-240 
Metalworking Plants, Fires Involving: 

Aircraft Assembly: 

Seattle, Wash., July 28, 1961. 
Magnesium Casting: 

nor. Tulsa, Okla., Oct. 7, 1961. 
Pipe Fabricating: 

Portland, Oreg., June 17, 1961. 
Steel Fabricating: 

Louisville, Ohio, Aug. 28, 1953. Q55:188 

Milwaukee, Wis., Nov. 9, 1955. Q55:188 

Newton Falls, Ohio, Feb. 18, 1958. Q55:188 

North Portland, Oreg., June 17, 1961. Q55:401 

Streator, Ill., Feb. 29, 1956. Q55:188 

Vehicle Assembly: 
Portland, Oreg., June 17, 1961. Q55:100 
Methane, Minimum Ignition Energy. Q55:365 
Middle Atlantic Interstate Forest Fire Protection 
Compact. Q55:159 
Midwest Research Institute. 055:459 
Mineral Oils, Storage of. Q55:6 
Mines, Coal, Fires Involving: 
nr. West Terre Haute, Ind., Mar. 2, 1961. Q55:335 
Minneapolis-Honeywell, Brown Instrument Divi- 
sion. 55:54 
Mobile Homes. 
Trailers 
Mobile Homes, Fires Involving: 
Auburn, Mass., May 27, 1956. Q55:175 
New Cumberland, Pa., Sept. 27, 1960. Q55:175 
Robbinsville, N. J., Mar. 22, 1961. Q55:330 
Rockmont, Wis., Aug. 27, 1960. Q55:175 

Motels, Fires Involving: 
Arlington, Oreg., Dec 8, 1959. Q55:176 
Lake Worth, Fla., Nov. 12, 1956. Q55:176 

Motor Vehicles, Fires Involving. See Automobiles, 

Trucks, etc. 

Motor Vehicles, Fire Loss in 1960. Q55:221 
Moulton, Robert S. Q55:43 
Municipal Fire Defense Institute. Q55:232 


Q55:182 
Q55:425 


Q55:100 


See also Trailer Courts and Travel 


N 


National Academy of Sciences — National Re- 
search Council. Q55:451 

National Automatic Sprinkler and Fire Control 
Association. 55:52 

National Board of Fire Underwriters. 
52 

National Electrical Code. Q55:233-240 

National Electrical Code, Definition of Intrinsic 
Safety. 055:362 

Natural Gasoline Association of America. 
9,12 

NFPA. Q55:28, 38, 41, 42, 48 

NFPA Annual Meeting, 65th, Detroit, Mich., May 
15-19, 1961. 55:5, 17, 38, 60 

NFPA Board of Directors. See Board of Directors 

NFPA Building Exits Code. Q55:28, 29, 31, 33, 34, 
43, 44, 45, 47, 48, 49 

NFPA Committee on Gases. Q55:169 

NFPA Committee on Safety to Life. Q55:29, 43, 44 

NFPA Electrical Standard for Metalworking 
Machine Tools, Proposed New. By Swaffield 
Cowan. Q55:233-240 


Q55:38, 39, 


Q55:7, 
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NFPA Flammable Liquids Code. 55:86 
NFPA Guide for Record Protection. Q55:163 
NFPA Method of Test of Surface Burning Charac- 
teristics of Building Materials. Q55:44 
NFPA National Fire Codes. Q55:43 
NFPA Position on Wood Shingles. Q55:285 
NFPA Recommended Procedure for the Abandon- 
ment or Removal of Service Station Under- 
ground Tanks. Q55:86 
NFPA Standard for Aircraft Fueling on the 
Ground. Q55:375 
NFPA Standard for Carbon Dioxide Extinguishing 
Systems. Q55:304—309 
NFPA Standard for Fire Prevention and Fire Pro- 
tection in Mobile Homes and Travel Trailers. 
Q55:169 
NFPA Standard for the Installation of Gas Appli- 
ances and Gas Piping. Q55:169 
NFPA Standard for the Installation of Sprinkler 
Systems. 55:18, 27, 76, 77, 78, 79, 80, 83 
NFPA Standard for the Storage and Handling of 
Liquefied Petroleum Gases. Q55:169 
NFPA Standard for the Storage, Handling, and 
Use of Pyroxylin Plastics in Factories Making 
Articles Therefrom. 55:25, 27 
NFPA Tentative Standard for the Protection of 
Electronic Computer Systems. Q55:116 
Neon Signs, Fire Caused by: 
nor. Miami, Fla., June 7, 1953. Q55:189 
Nitrocellulose, Hazards of. Q55:23-27 
Nitrogen, Use on Boron Fuel Fires. Q55:461 
Northbrook (Illinois) Testing Station. Q55:52 
Northeastern Forest Fire Protection Compact. 
Q55:153-157 
Nozzles, Carbon Dioxide 
Q55:305 
Nursing Homes, Fires Involving: 
Dallas, Oreg., July 1960. Q55:33 
Sheridan, Wyo., Dec. 16, 1961. Q55:339 
Warrenton, Mo., Feb. 1957. Q55:29, 32, 33 
Washington, D. C., Feb. 1, 1961. Q55:30, 31, 32, 338 


System, Rating of. 


oO 


Office Buildings, Fires Involving; 
Charleston, Miss., Sept. 23, 1954. Q55:209 
Danville, Ark., Nov. 20, 1956. Q55:209 
Dayton, Ohio, Nov. 21, 1961. Q55:409 
Delaware City, Del., Oct. 2, 1955. Q55:209 

Office of Civil and Defense Mobilization, U. S. 
Q55:129 

Office Occupancies, Fire Loss in 1960, Q55:220 

_/ Oil, Cooking, Fires Caused by or Involving. Q55: 

387 


Oil Fires, Water on. Q55:141-146 
Openings, Horizontal, Vertical, Substandard En- 
closure, Fire Spread Through. Q55:419, 420 
Openings, Horizontal, Vertical, Unprotected, Fire 
Spread Through. Q55: 326, 327, 329, 338, 382, 
384, 387, 395, 401, 409 
Openings, Vertical: 
Factor in Fire Spread. Q55:30, 31, 32, 36, 44 
Factor in Life Safety in Buildings. Q55:295-303, 329, 
349, 419 
Operation School Burning No. 2. Q55:45 
Operations Research for Fire Departments. By 
Horatio Bond. Q55:451 
Ordinances. See also Laws 
Ordinances, Fire-Resistive Roofing. 55:287 
Orifices, Carbon Dioxide Nozzles, Effect on Flow 
Rate. Q55:305 
Orifice Flow Charts, 
Nozzle. Q55:305 
Outdoor Storage, Fire Involving: 
nr. Tulsa, Okla., Oct. 7, 1961. Q55:425 


Carbon Dioxide System 
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Overcrowding, Cause of Fatalities. 0Q55:46 

Overcurrent Protection for Metalworking Machine 
Tools. Q55:239 

Oxygen, Concentration in Shelters Exposed by 
Fire. Q55:132-139 

Oxygen Plant, Fire Involving: 

“Ecorse, Mich., June 21, 1961. 
Oxygen Plants, Automated. 


Q55:336 
Q55:122-123 


Paint Spraying, Fire Involving: 
Ayer, Mass., June 5, 1961. Q55:101-110 
Painters’ Supplies, Fire Starting in. Q55:389 
Paperboard, Used as Interior Finish, Fire Spread 
by. Q55:340 
Paper Storage Warehouse. See Warehouses 
Pathological Incinerators. Q55:166-168 
Petroleum Bulk Plants, Fire Involving: 
nr. Bridgeport, Ill., Oct. 9, 1961. Q55:350 
Petroleum Product Fires, Use of Water. 
146 
Petroleum, Storage of. Q55:6 
Philadelphia Fire Department. 
Phillips Petroleum Company. 
Picton, Walter. Q55:40 
Pierce, William. Q55:23 
Piers and Wharves, Fires Involving: 
Boston, Mass., Nov. 30, 1961. Q55:421 
West New York, N. J., Aug. 18, 1961. 
Pipelines, Automated. Q55:121 
Pipelines, Fires Involving: 
Homestead, Pa., Oct. 26, 1961. Q55:350 
Luthersburg, Pa., Dec. 1, 1961. Q55:425 
Wilmington, Calif., July 22, 1955. Q55:186 
Plastics Fabricating Plant, Fire Involving: 
Detroit, Mich., Oct. 2, 1961. Q55:337 
Plastics Manufacturing Plants, Fires Involving: 
Leominster, Mass., Sept. 25, 1961. Q55:392 
Parkersburg, W. Va., Nov. 8, 1961. Q55:392 
Plastics, Wall Covering, Fires Involving. Q55:295- 
303 
Plywood, Combustible. See also Interior Finish 
Plywood, Combustible, Fire Spread by. Q55:44 
Porches, Exposure Fire Problem. 055:278 
Pressure Tanks for Sprinkler Installations. By 
H. Hoyle. Q55:76-84 
Printing, Typesetting Plants, Fires Involving: 
Bennington, Vt., Oct. 10, 1961. Q55:399 
Dallas, Tex., Jan. 29, 1961. Q55:387 
Lennoxville, P. Q., May 28, 1954. Q55:187 
Lockport, Ill., Aug. 10, 1961. Q55:415 
Prisons, Fires Involving: 
Columbus, Ohio, April, 1930. Q55:29, 33 
Wrightsville, Ark., Mar. 5, 1959. Q55:33 
Problems of Water Supply. By John W. Cramer 
55 238-42 
Process Controls, Intrinsically Safe. Q55:361 
Protecting the Buyer of Record Protection. By 
R. B. Strawn. Q55:161-165 
Public Assembly Occupancies. 
Listed Occupancies 
Public Assembly Occupancies, Fire Loss in 1960. 
Q55:220 
Pumps; 
Fire: 
Failure During Fire. Q55:382, 401 
Fire Involving. (55:212 
Public Water Systems: 
Failure During Fire. 
Pyroxylin Plastic, Hazards of. 


Q55:141- 


Q55:87, 88, 89 


Q55:5 


553393 


See also Separately 


55:101-110, 418, 456 
Q55:23-27 
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R 


Radar, Radio Frequency Energy Hazard of. Q55: 
375 

Radio Communications, Breakdown During Fire. 
Q55 :257 

Radio Frequency Hazards. 
374 

Railroad Rolling Stock, Fire Loss in 1960. 

Railroad Rolling Stock, Fires Involving: 

nr. Asbury, Mo., Dec. 31, 1960. 

Bettendorf, Iowa, June 21, 1961. 

Magnolia, Miss., Jan. 17, 1961. § 

nr. Meldrim, Ga., June 28, 1959. Q55:199 

nr. Merriam, Kans., July 20, 1958. Q55:199 

Nashua, N. H., Dec. 7, 1960. Q55:206-207 

Portland, Oreg., Oct. 18, 1954. Q55:198 

Shattuck, Okla., Mar. 4, 1958. Q55:199 
Record Containers, Fire-Resistive. ©55:161-165 
Records, Lost in Fire. ©55:101-110, 404, 406 
Records in Fire-Resistive Containers Saved During 

Fire. 055:403 
Record Protection, 
Q55:161-165 
Record Shops. 
Refineries, Automated. ©55:119 
Refineries, Petroleum, Fires Involving: 

Alma, Mich., Feb. 15, 1958. Q55:186 

Ardmore, Okla., Apr. 15, 1958. Q55:187 

Bakersfield, Calif., July 21, 1952. @Q55:185, 187 

nr. Borger, Tex., Feb. 22, 1961. Q55:334 

Detroit, Mich., Feb. 24, 1960. Q55:187 

nor. McKittrict, Calif., May 28, 1959. Q55:187 

Montreal East, P. Q., Jan. 8, 1957. Q55:186 

Whiting, Ind., Jan. 29, 1957. Q55:186 

Wilmington, Calif., July 22, 1955. Q55:186 
Refinery, Vegetable Oil, Fire Involving: 

West New York, N. J., Aug. 18, 1961. Q55:393 
Refining and Smelting. See Metalworking 
Refrigeration Equipment, Fire Originated at. 

Q55:390 
Research: 

Forest Fire Laboratories, USDA. Q55 

Illinois Institute of Technology. 

Midwest Research Institute. 

Southwest Research Institute. 

Residential Occupancies. See also Separately Listed 
Occupancies 

Residential Occupancies, Fire Loss in 1960. ()55: 
220 

Restaurants, Fires Involving: 
Bennington, Vt., Oct. 10, 1961. Q55:399 
Crestview, Fla., Oct. 30, 1959, Q55:179 
Fishkill, N. Y.. May 14, 1961. Q55:400 
Fort Devens, Mass., July 15, 1960. 
Kingston, Tenn., Aug. 20, 1954. 
Kuhnsville, Pa., Sept. 27, 1958. 
Monticello, Utah, Aug. 13, 1956. f 
Raritan, N. J.. Apr. 24, 1961. Q55:387 
Welland, Ont., Apr. 17, 1961. Q55:383 
Retroactive Application of Fire Laws. Q55:111-115 
Richmond, Calif., Shelter Fire Exposure Tests. 
Q55:131 

Roman, John. 55:374 

Roof Vents, Emergency at General Motors. 
149 

Roofs, Combustible, Factor in Fire Spread. Q55: 
33, 279, 394 

Rooming Houses, Fire Involving: 

Nevada City, Calif., Jan. 16, 1955. Q55:176 
Rope Processing Plant, Fire Involving: 

Ayer, Mass., June 5. 1961. Q55:101-110 
Royal-Globe Insurance Companies. ()55:25 
Rubbish and Trash, Fires Caused by. (055:217-219, 

295-303, 390, 395 
Amsterdam, N. Y., Jan. 10, 1961. 


By John Roman. Q55: 


Q55:221 


Protecting the Buyer of. 


See Stores 


Q55: 


Q55:325 


Cleveland, Ohio, Mar. 30, 1961. 
Hartford, Conn., Dec. 8, 1961. Q55:339 
Saginaw, Mich., Apr. 2, 1961. Q55:322 
Warren, Ohio, Oct. 9, 1961. Q55:320 


Q55:326 


s 


Safe Manufacturers National Association, Inc. 
Q55:163, 165 
Safes, Fire-Resistive. 5: 
Salas, F. Antonio. 55:2: 
Salt Beds, Gas Storage. 55:8, 9, 10, 12 
Salt Domes, Gas Storage. Q55:8, 9, 10 
Santa Ana Winds, Factor in Los Angeles Confla- 
gration. Q55:243 
Santa Ynez Canyon Brush Fires. 055:263 
Schools. See also Colleges, Dormitories 
Schools, Fires Involving: 
Avon, N. Y., Oct. 27, 1961. Q55:418 
Cheektowaga, N. Y., March 31, 1954. 
Chicago, Ill., Dec. 1, 1958. Q55:29 
Concord, N. H., Jan. 21, 1961. Q55:406 
High Point, N. C., May 28, 1961. 2 
Southmayd, Tex., Oct. 23, 1956. 
Worcester, Mass., Jan. 9, 1961. 
Sercu, Charles L. 55:90 
Service Stations. See Stores 
Shakes, Wood. See Wood Shakes 
Shelters, Fire Exposure of People in. Q55:129-110 
Shelters, World War II Experience. 55:130 
Shingles, Wood. See Wood Shingles 
Ships and Barges, Fires Involving: 
Botwood, Nfld., Aug. 17, 1961. Q55:429 
nr. Houston, Tex., Nov. 7, 1961. Q55:347 
Morehead City, N. C., Sept. 26, 1961. Q55:430 
off Norfolk, Va., Nov. 6, 1961. Q55:346 
Richmond, Va., July 5, 1961. Q55:429 
Vancouver, B. C., May 17, 1961. Q55:430 
Ship Supplies Warehouse. See Warehouses 
Shoe Stores. See Stores 
Shopping Center Fires. See Slore Fires 
Smoke: 
Cause of Extensive Damage. 
Factor in Loss of Life in Building. 
303 
Generation of. Q55:48 
Smoking in Bed, Fires Caused by. Q55:327, 329 
Smoking, Matches, Fires Caused by. 55:217-219, 
317, 322, 325, 424 
Society of Fire Protection Engineers. Q55:43 
Sodium Silicate, Use on Boron Fuel Fires. Q55:461 
South Central Interstate Forest Fire Protection 
Compact. Q55:159 
Southeastern Forest Experiment Station, Macon, 
Georgia. Q55:22 
Southern Interstate Forest Fire Protection Com- 
pact. 055:157 
Southwest Research Institute. 
Sparks, Fires Caused by. 2 
Sparks, Hazards of. (55:25 
Sparks, Radio Frequency Induced. 
Spezia, Emil. Q55:60 
Spontaneous Heating, Fires Caused by. 
219 
Sprinklers: 
Appearance of. Q55:17, 352 
Damaged by Explosion. Q55:389 
Damaged by Partial Building Collapse. 
Dry Pipe System Overloaded. Q55:398 
Fire Department Connection Not Used During Fire. 
Q55:415 
Fire Department Connection Used, Effective. 
415 
Hazard Too Severe. 


5: 
3 


Q55:43 


Q55:26, 395 
Q55:33, 43, 295- 


Q55:374 


Q55:217- 


Q55:394 


Q55:101-110 
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Lack of. Q55:17, 19, 25, 27, 29, 30, 32, 33, 34, 35, 36, 
43, 47, 50 
Overpowered in Exposed Building. 
Overpowered by Fire on Outside of Building. 
398 
Partial Protection, Ineffective. Q55:295-303, 399 
Pressure Tank as Water Suppl Q55:76-84 
Satisfactory Performance. Q55:33, 34, 36, 51, 403 
Shielded from Fire. Q55:403 
Shut Off for Building Demolition. 
Shut Off for Repairs. Q55:398 
Shut Off Prematurely During Fire. 
Sypho-Chemical System, Unsatisfactory. 
Testing Efficiency of. Q55:51-59 
Unsatisfactory Performance. Q55:398, 399. 400, 415 
Water Distribution Obstructed by High Piles. Q55: 
391 
Water Supply Poor. Q55:101-110 
Sprinklers, Brush and Lawn, Use in Los Angeles 
Conflagration. Q55:259 
Sprinklers for Palletized Whiskey Barrels. (55:51- 
59 
Sprinklers, Roof, Use in Los Angeles Conflagra- 
tion. Q55:262, 285 
Stahl, W. J. Q55:153 
Stairways. See Openings, 
Standpipes: 
Hose Too Short, Ineffective. 
Effective Use. 55:402 
Steel Fabricating Plant Fires. See 
(Steel Fabricating) 


Q55:101-110, 398 
Q55: 


Q55:400 


Q55:382, 407 
Q55:415 


Vertical 
Q55:402 
Metalworking 


Storage: 
Improper, Influencing Fire Spread. Q55:391, 397, 411 


Storage Occupancies. See also Warehouses 


Storage Occupancies, Fire Loss in 1960. 055:221 


Store Fires. See also Apariments with Stores 


Store Fires: 

Auto Supplies: 

Big Stone Gap, Va., 
Clothing Stores: 

Ada, Okla., Jan. 5, 1961. 

Houston, Texas, July 15, 1961. 
Department Stores: 

Abilene, Tex., Feb. 6, 1961. 

Brooklyn, Ohio, May 27, 1961. 

Greensburg, Pa., Oct. 19, 1961. 

Highland, Ind., Nov. 29, 1961. 

Houston, Tex., Oct. 17, 1961. 

Revere, Mass., Dec. 2, 1961. 
Electrical Appliances: 

Aiken, S. C., Jan. 27, 1953. 
Gas Appliances: 

Beaufort, N. C., Feb. 15, 1952. 

Belleville, Ont., Nov. 29, 1958. 
Gasoline Service Stations: 

Auburn, N. Y., Mar. 30, 1960. 

Front Royal, Va., Mar. 5, 1961. 

Philadelphia, Pa., Apr. 15, 1961. 

Rocky Ford, Colo., Apr. 9, 1961. 
Hardware Stores: 

Deadwood, S. Dak., Dec. 11, 1961. 

Newland, N. C., Jan. 4, 1961. Q55: 
LP-Gas Service Stations: 

nr. Elkhart, Ind., Oct. 14, 1955. 
Multiple Mercantile: 

Englishtown, N. J., June 11, 1959. Q55:1 

San Francisco, Calif., Apr. 1, 1953. O66: 
Record Shop: 

Brookline, Mass., 
Shoe Stores: 

Albany, N. Y., Aug. 17, 1961. 
Shopping Centers: 

Las Vegas, Nev., July 13, 1961. 

Warren, Mich., Dec. 31, 1961. 


Apr. 26, 1960. Q55:180 
Q55:382 
Q55:409 


Q55:408 
Q55:411 
Q55:349 
Q55:384 

Q55:411 

Q55:391 


Q55:181 


Q55:181 
Q55:181 


Q55:85-86 


55:345 


Q55:191 


Jan, 23, 1961. Q55:391 
Q55:394 


Q55:394 
Q55:386 
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Supermarkets: 
Pennington Gap, Va., 
Variety Stores: 
Miamisburg, Ohio, Jan. 12, 1961. Q55:400 
Stoves. See Heating and Cooking Equipment 
Strawn, R. B. Q55:161 
Summer Study of Fire. 
Supermarkets. See Stores 
Switches, Monitor, ‘“‘Fail-to-Safe,”’ for Automated 
Oxygen Plants. (55:122 


May 5, 1961. Q55:390 


Q55:451 


an 


Tank, Caustic Soda, Explosion in: 
Bakersfield, Calif., Sept. 21, 196. Q55 3187 
Tankers, Aerial, Forest Fire Use. Q55:253 259 
270 
Tanks, Aboveground Steel Storage. 55:5 
Tanks, Asphalt: 
Explosion of. Q55:337 
Tanks, LP-Gas, Fires Involving. See also LP-Gas 
Alma, Mich., Feb. 15, 1958. Q55:186 
Atlanta, Ga., Jan. 4, 1954. Q55:190 
Bakersfield, Calif., Sept. 21, 1960. Q55:187 
Bakersfield, Calif., July 21, 1952. Q55:185 
Brinkley, Ark., Mar. 12, 1959. Q55:194 
Compton, Ky., Jan. 15, 1954. Q55:190 
Cottage Grove, Oreg., Oct. 22, 1956. Q55:191 
Fredericksburg, Va., Apr. 10, 1954. Q55:190 
Gary, Ind., June 4, 1956. Q55:191 
Kimball, Nebr., July 10, 1958. Q55:194 
Lachine, P. Q., Mar. 14, 1960. Q55:196 
Lakeport, Calif., July 13, 1954. Q55:190 
nr. McKittrict, Calif., May 28, 1959. Q55:187 
Montreal East, P. Q., Jan. 8, 1957. Q55:186 
Salem, Oreg., Sept. 22, 1957. @Q55:193 
Seranton, N. Dak., June 8, 1961. Q55:208, 424 
Van Nuys, Calif., June 24, 1957. Q55:192 
Whiting, Ind., Jan. 29, 1957. Q55:186 
Tanks, Oil, Failed in Fire. Q55:418 
Tanneries. See Leather 
Telephone Exchange, Fire Involving: 
Stone Lake, Wis., Apr. 26, 1961. Q55:212 
Temperatures Inside Shelters Exposed by Fire. 
Q55:131-139 
Terminal Warehouses. See Warehouses 
Testing Carbon Dioxide Equipment. By R. H. 
Jensen and R. F. Bellman. Q55:304-309 
Textiles, Textile Products Plants, Fires Involving: 
Clothing Factory: 
Paterson, N. J., Oct. 15, 1961. 
Philadelphia, Pa., Mar. 22, 1961. 
Cotton Mill, Full Process: 
Lumberton, N. C., Oct. 13, 1961. 
Three Service Station Explosions. 
Tire Repair Shop, Fire Involving: 
Milwaukee, Wis., July 12, 1961. Q55:336 
Tobacco Processing, Fire Involving: 
Havana, Fla., May 5, 1961, Q55:415 
Tooley Street Fire, London, England. 
Tractor, Fire Involving: 
or. Alliance, Nebr., July 4, 1952. (955:212 
Trailer Courts. See also Mobile Homes and Travel 
Trailers 
Trailer Court, Fire Involving: 
Sacramento (Arcade Fire Dist.), Calif., Oct. 24, 1957 
Q55:193 
Trains, Fires Involving. See Railroad Rolling Stock 
Transportation. See Aircraft, Railroad Rolling Stock, 
Trucks, etc. 
Travel Trailers. 
Courts 
Travel Trailer, Fire Involving: 
Hart, Mich., Oct. 15, 1958. Q55:208 


, 260, 


Q55:407 
Q55:335 


55 3382 
Q55:85-89 


Q55:37 


See also Mobile Homes and Trailer 
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Trimethoxyboroxine, Use on Boron Fuel Fires. 
Q55:461 

Truck, Oxygen, Fire Involving. 

Trucks, Fires Involving: 
Betterdorf, Iowa, June 21, 196]. Q55:347 
Boron, Calif., July 3, 1958. Q55:201 
nr. Chesterfield, Ind., Sept. 24, 1961. Q55:430 
nr. Fitchville, Conn., March 23, 1961. Q55:346 
Jacksonville, Fla., Sept. 24, 1961. Q55:346 
Magnolia, Miss., Jan. 17, 1961. Q55:347 
Mattoon, Ill., Nov. 19, 1959. Q55:201 
Middleburg, N. Y., Apr. 9, 1955. Q55:200 
Toledo, Ohio, June 10, 1961. Q55:346 

Trucks, LP-Gas Fueled, Fires Involving: 
Kansas City, Kans., July 24, 1952. Q55:200 
Los Angeles, Calif., Sept. 17, 1953. Q55:200 
Mt. Pleasant, Tex., Sept. 29, 1959. Q55:201 


Trucks, LP-Gas Transport, Accident Involving; 
Los Angeles, Calif., Nov. 14, 1958. Q55:204 


Trucks, LP-Gas Transport, Fires Involving: 
Annandale, Va., Dec. 29, 1960. Q55:207 
Atlanta, Ga., Jan. 4, 1954. Q55:190 
Augusta, Ga., July 30, 1958. Q55:203 
Bayonne, N. J., Dec. 28, 1960. Q55:196 
Belleville, Ill., July 24; 1958. Q55:183 
Brinkley, Ark., Mar. 12, 1959. @55:194 
Brownfield, Tex., Dec. 22, 1958. Q55: 
nr. Carthage, Tex., Oct. 7, 1956. Q55:202 
Cleveland, Ohio, July 20, 1961. 55:184 
nr. Deer Lake, Pa., June 2, 1959. Q55:205 
Elgin, Oreg., Nov. 9, 1953. Q55:183 
nr. Elkhart, Ind., Oct. 14, 1955. Q55:191 
Fort Devens, Mass., July 15, 1960. Q55:206 
Fort Smith, Ark., Mar., 5, 1959. Q55:183 
Gary, Ind., June 4, 1956. Q55:191 
Glen Loch, Pa., Dec. 15, 1960. Q55:206 
nr. Goulding, Fla., Oct. 1, 1955. Q55:191 
Greensboro, Ala., July 26, 1952. Q55:189 
Herrin, Ill., Oct. 18, 1956. Q55:202 
Hoopa, Calif., Dec. 14, 1955. Q55:191 
Jackson, Miss., Sept. 4, 1957. Q55:192 
Lakeport, Calif., July 13, 1954. Q55:190 
Marshfield, Wis., July 25, 1959. Q55:184 
Max Meadows, Va., July 14, 1959. Q55:195 
Meridian, Miss., Jan. 28, 1959. Q55:183 
Montreal, P. Q., Jan. 25, 1960. Q55:195 
Nashua, N. H., Dec. 7, 1960. Q55:206 
Oxford, Pa., Apr. 3, 1958. Q55:194 
Perry, Mich., June 2, 1961. Q55:197 
Ruidoso, N. M., June 22, 1955. Q55:183 
Sacramento (Arcade Fire Dist.), Calif., Oct. 24, 1957. 

Q55:193 
Scranton, N. Dak., June @, 1961. Q55:: 
nr. Sidney, Nebr., Apr. 27, 1961. Q: 
Southwick, Mass., Dec. 21, 1957. Q55:203 
Sylvania, Ga., June 23, 1957. Q55:203 
Van Nuys, Calif., June 24, 1957. Q55:192 


Truck Terminal, Fire Involving: 
San Jose, Calif., Mar., 3, 1956. Q55:211 
Truxell, Clyde W., Jr. Q55:147 
Tunnel Test by Underwriters’ Laboratories, Inc. 
Q55:44, 45 
Tunnel, Fire Involving: 
San Rafael, Calif., July 20, 1961. 
Q55:86 


Q55:425 


Q55:424 


Turner, C. Warren. 
U 
Underground Storage of Liquefied Petroleum Gas. 


By A. F. Dyer and J. W. Hale. Q55:5-16 


Underwriters’ Laboratories, Inc. 55:44, 45, 48, 51, 
52, 304-309 


NFPA Quarterty — Aprit 1962 


Underwriters’ Laboratories, Inc., Record Protec- 
tion Equipment Fire Tests. Q55:161 

Underwriters’ Laboratories of Canada. Q55:45 

U. S. Air Force, Fire Protection Evaluation of. 
Q55:459 

U. S. Department of Agriculture, Forest Service. 
Q55:22, 129, 153 


U. S. Public Health Service. Q55:38, 39 


Vv 

Valves, Carbon Dioxide, Pressure Drop. Q55:304 

Variety Stores. See Stores 

Vault Doors, Fire-Resistive. Q55:161-165 

Vehicle Assembly. See Metalworking 

Ventilation Systems for Shelters, Heat Shielding 
During Fire Exposure. 55:139 

Vents. See also Roof Vents 


Vents, Lack of in Hazardous Area. Q55:26 


W 


Wainscoting, Linoleum, Fire Involving. Q55:295- 

303 
Wainscoting, Flamespread of. Q55:303 
Wall and Ceiling Concealed Spaces, Nonfire- 

stopped, Factor in Fire Spread. 55:44, 48, 

323, 382, 383, 384, 386, 387, 419 
Wall and Ceiling Concealed Spaces, Nonfire- 

stopped, Factor in Smoke Spread. Q55:295- 

303 
Wall Collapse, During Fire Fighting. Q55:383 
Walls, Fire Division: 

Effective During Fire. Q55:400, 409, 417 
Ineffective During Fire. Q55:381 

Lack of. Q55:50 

Unprotected Openings, in, Spread Fire. 

393, 397 
Walls, Windowless, Fire Fighting Handicap. 

397 
Warehouses, Fires Involving: 

Bottled Beverage: 

Warsaw, Ky., Dec. 25, 1959. 
Department Store: 

Los Angeles, Calif., Oct. 25, 1960. 
Grain: 

Portland, Oreg., June 17, 1961. 
Paper Storage: 

Merriton, Ont., May 21, 1961. 
Ship Supplies: 

Kearny, N. J., Jan. 22, 1961. 
Terminal: 

Lemon Grove, Calif., Jan. 20, 1961. Q55:381 
Watchman Did Not Discover Fire. Q55:398, 408 
Watchman Service Substandard. 55:411 
Watchman Shut off Sprinkler Valve. Q55:407 
Watercraft, Fires Involving: 

Manasquan, N. J., July 30, 1961. Q55:209 
Terminal Island, Calif., Jan. 5, 1958. Q55:208 
Water on Oil Fires. By Oliver W. Johnson. 055:141 

146 

Water Supplies: 
Conflagration Factor. 
Los Angeles. Q55:247 
Main Frozen. Q55:413 
No Public Supply. Q55:26, 387, 390 
Private Supply Inadequate. ©55:400 
Public. Q55:38-42 
Public Supply Inadequate. 

417, 418, 419, 456 

Supply on Pumpers Only Source. Q55:26 


Q55:381, 


Q55: 


Q55:210 
Q55:210 
Q55:100 
Q55:396, 398 


Q55:398 


Q55:259, 260, 279 


Q55:27, 105-110, 384, 
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Water Supplies, Sprinkler Systems in Whiskey 
Storage. Q55:51 
Water to Sprinklers Inadequate or Shut off. 
101-110, 398 
Weather, Southern California, 
Breeder. 055:243 
Welding and Cutting, Fires Caused by. 
417, 421 
Wells, Gas, Fires Involving; 
nr. Coyanosa, Tex., Sept. 9, 1961. Q55:337 
nr. Pinehurst, Tex., March 23, 1961. 233 
Well, Oil, Fire Involving: 
Cantex, Sask., Mar., 5, 1956. Q55:21: 
Wharves. See Piers and Wharves 
Willett, G. H., Jr. Q55:166 
Wilson, Rexford. 55:28, 241 
Wind: 
Conflagration Factor. 
Effect on Fire. 5 
Wind Tunnels. 55:22 
Windowless Buildings, Fires in. ©55:391 
Windowless Buildings, Hazards of. ()55:411, 412 
Windows, Ordinary Glass, Fire Spread Through. 
Q55:278, 419 
Windows, Wired Glass, Held Back Fire. ©55:419 
Wise, John M. Q55:111-115 


Q55: 
Conflagration 


Q55:351, 
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Wood Panels Used as Interior Finish, Fire Spread 
by. Q55:322, 330 
Wood Shakes. Q55:282 
Wood Shingle Roof Co/nflagration. 
Wood Shingle Roof Fires. 055:394 
Wood Shingles: 
Burning Characteristics. 
Factor in Conflagrations. 
Flameproofing. Q55:281 
Woods Hole Summer Study. 
Woodworking Plant Fires: 
Furniture: 
Salamanca, N. Y., May 23, 1961. 
Hardwood Turning: 
Canton, Pa., Jan. 30, 1961. 
Saw and Planing Mill: 
Vicksburg, Miss., Jan. 11, 1961. 
Woodworth, Miles E. 55:85 
Wypruk, Norman R. Q55:23 


Q55:241 


Q55:274 
Q55:27 


Q55:451 


Q55:413 


Q55:415 


Yachts. See Watercraft 
Young, H. H. Q55:459 





